OFFICE OF THE PURCHASING AGENT 


TOWN OF ARLINGTON 
730 Massachusetts Avenue 
Arlington, MA 02476 
Telephone (781) 316-3003 
Fax (781) 316-3019 


December 16, 2022 
TO ALL BIDDERS 
BID NO. 22-54 
SUBJECT: Arlington Police Department Parking Lot Rehabilitation Project 


ADDENDUM NO. 1 
TO WHOM IT MAY CONCERN: 


With reference to the bid request relative to the above subject, please note the 
following: 


Attached Bid Form Pricing Page. 


Attached bid drawings. 


All other terms, conditions and specifications remain unchanged. 


Very truly yours, 
Town of Arlington 
Domenic Digitally signed by Domenic 
‘ : Lanzillotti 
Lanzillotti Date: 2022.12.16 08:36:33 -05'00' 


Domenic R. Lanzillotti 
Purchasing Officer 


BID # 22-54 Arlington Police Department Parking Lot Rehabilitation Project 


Project Title: Bid # 22-54 
Arlington Police Department Parking Lot Rehabilitation Project 
BID FORM 


Item # Description Est a x Bid Price ! Unit = Total 
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BIDTOTAL ¢ ; 


Firm Name: 


Address: 


Phone Number: 


Fax Number: 


Email Address: 


Authorized Signature: 


Print Authorized Name: 


The data shown on this site are 
provided for informational and 
planning purposes only. The 
Town and its consultants are not 
responsible for the misuse or 
misrepresentation of the data. 
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MB Lamp Pole 
MA Utility Pole 
M5 Utility Pole with Street Light 
Pedestrian Signal Pole 
Traffic Signal Pole 
1 Traffic Signal Pole w/PED £ 
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remove concrete and ‘ 
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retain existing curb 
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Erosion Control Barrier 


Printed on 11/30/2022 at 04:42 PM 


2' radius granite retur ; \ = 
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Abutting Towns 


3" Existing bituminous concrete 
pavement to be removed and 
replaced with 4" HMA 


¥ \ \ : 
‘JInstall 20' new granite curb w/ 2'r|- 
Jcorner stone; transition top of 
curb from from sidewalk surface 


to 6" reveal at corner stone 
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Drain Manhole 
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retain existing curb 
& conc. sidewalk 


Arlington Police Department Parking Lot 


The data shown on this site are 
provided for informational and 
planning purposes only. The 
Town and its consultants are not 
responsible for the misuse or 
misrepresentation of the data. 
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Poles (All Pole Uses) 
Lamp Pole 
MA Utility Pole 
M3 Utility Pole with Street Light 
Pedestrian Signal Pole 
Traffic Signal Pole 
1 Traffic Signal Pole w/PED £ 
Places by Category 
_. Police Station 
= Fire Station 
School 
BBB Library 
MM Public Works 
MA lf S 
Interstate 
Bus Highway 
_ Numbered Routes 
Town Boundary 
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Abutting Towns 


e Parking Lot Striping shall be layed out in coordination with the Town. 
e Striping shall utilize Epoxy Line Striping as indicated. 


PARKING LOT STRIPING PLAN 


Arlington Police Department Parking Lot 


